CHAPLAIN'S  WINDOW.  MEMORIAL 
CHAPEL 

Lake  Junaluska,  N.  C. 

The  Chaplain's  Window  was  presented  by  the 
Methodist  Commission  on  Chaplains  in  honor 
of  Methodist  Chaplains.  The  Great  Seal  of  the 
United  States  represents  their  office.  The  Ship 
is  an  ancient  symbol  of  the  Church.  The  Broken 
Shaft  memorializes  those  who  gave  their  lives 
in  our  country's  service. 


